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3, 5 ? 8, 26 9 30, 33 
So io KACH SENSOR HAS PITCH OSCILLATION OF PLUS AND MINUS 
2 KTS AND PLUS AND MINUS 200FT WHEN AT 630 DEGREES AT PLUS 18c 
2c BATTERY DISCHARGE LITE STAYS ON, FLICKERING 9 WHEN BELOW 75 
PERCENT AND ALL ELECTRIC LOADS OFF • 3» Q-BAY PRESSURE LOST AT 4 
PLUS 00 AFTER T .0. GOING UP TO PLUS 2 BY SIX HRS OF FLT • 4. 

AFTER Q-BAY PRESSURE WAS LOST HATCH HTR LITE GOES OFF INTERMITTENTLEY 
ACCOMPANIED BY RADIO NOISE EGT FLUTTER s LOADMETER FLUTTER » AND 
BATTERY DISCHARGE LITE * ALL OX WITH HATCH HTR OFF. 
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